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Ludwig van Beethoven (1770-1827): 
Streichquartett Nr. 10 Es-Dur, op. 74 
von 1809 


1. Poco Adagio - Allegro 

2. Adagio ma non troppo 
3. Presto 

4. Allegretto con variazioni 


Ludwig van Beethoven 
Gemälde von Isidor Neugaß, 1806 
(Beethovenhaus Bonn) 


Arthur Honegger (1892-1955): 
Streichquartett Nr. 2, H 103 
von 1934-1936 


1. Allegro 
2. Adagio 
3. Allegro marcato 


Arthur Honegger um 1930 
(AKG-Images) 


